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r=inner radius of fans in feet, 

1= I ~*" r , =radius of center of percussion, in feet, 

n=number of revolutions of fans per minute, 
/8=mean angle of fans to the plane of motion. 

xt . » »« u * it Aln$m0cos0 („ 2Znsin0 y 
By Nystrom's Mechanics we get H= — cannon — ' \ 19" — i ' 

Let AB, CD, FE be the direction of the axis, fans, and wind, respectively. 

Then ,4=60 x 150 xsin(^- a) 

-r-144=if »sin(^- A 

W==a?,/?= T- - H = 117040000 

#'==#-# /33000=effective horse power. 

35. Proposed by G. B. M. ZEES, A. H., Ph. D., Texarkana, Arkansas-Texas. 

A man weighs 150 pounds; his balloon with all its attachments weighs 500 pounds. 
What volume of pure hydrogen must be made and put into the balloon so that it will be 
on the point of ascending with the man ? How many kilograms of zinc and of hydrogen 
sulphate will be used generating the hydrogen ? Give volume of hydrogen in cubic feet, 
given that one litre of hydrogen weighs .0896 grams. 

Solution by P. S. BERG, Larimore, North Dakota, and the PROPOSES. 

1 grain = .002 2046 pounds. 1 cubic foot= 28.315 litres. 
Let temperature and pressure be normal. 

.-. 1 cubic foot of hydrogen weighs 28.315x .0896 X .0022046 = . 005593123 
pounds. 

1 cubic foot of air weighs 28.315 X 1.293 x . 0022046=. 080713261 pounds. 

.-. The lifting power of 1 cubic foot of hydrogen is .080713261 pounds 
-.005593123 pounds=. 075120138 pounds. 

500 pounds -f 150 pounds=650 pounds. 

650-s-.075120138 = 8652.806 cubic feet of hydrogen. 

8652. 806x .005593123-4-2.2046 = 21.9524 kilograms of hydrogen used. 

Zn + HsSO^ZnSOt+Hz. .-. Jf 8 50 4 : H % =x : 21.9524. 

98 : 2=z : 21.9524. .-. x= 1075.6676 kilograms of hydrogen sulphate. 

Zn : H s = x : 21.9524. 65 : 2 = * : 21.9524. .-. * = 713.453 kilograms of zinc. 

Also solved hy A. P. HEED. 



